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SUPPLEMENT TO 
25X1X REPORT NO. 


1» From. various dideyssions it became apparent that in the. whole DDR no specialist 
for thermite welding is left. ; 


2 SAG Maatechukn inquired where rubber can be ultrasound tested or where the 
proper ultrasound apparatus. can be bought. 


ly Koch & Stergel, inguired at the 
in the following: Wn, Fe, Co, Va, Ni, 
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